From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Wilson. Shantra 

Glenn Cavin : Lincoln Thompson : Earl Whitaker : Pam Haines 
Jason Cheshier 

Quote Validation- HGACBuy Contract EF04-17 
Thursday, December 13, 2018 2:10:57 PM 
Vigilant Solutions Quote# LMP-0576-06.pdf 

Plano PD Dec 5 2018.xlsx 

Fully Executed Contract 2016-19-I.PDF 

FW ESA for Plano.msa 


Good Afternoon, 

We have reviewed the pricing provided through HGACBuy Contract EF04-17. 
Our review verifies that the pricing provided is in compliance with the contract. 

I_ 

Once a purchase document is executed for this order, please send a completed 
compilation of all required documents for HGAC processing. 


Please advise if we can assist further in this matter. 


Best Regards, 


Shwntro/WbUon/ 

Procurement Services Coordinator 


3555 Timmons Ln, Suite 120 
Houston, TX- 77027 
Ph : 832.681.2667 
Fax: 713.993.4548 

Email: Shantra.Wilson@,h-gac.com 

URL: WWW hgacbuy.org & www.h-gac.com 





























